&® Audi A4 Wiring Diagram No. 103 / 1 


Radiator fan control 400 W, 700 W or 800 W (petrol engines) 
= 4,21- FSI - Injection Engine (309 kW - Motronic - cylinder 8) engine code BNS 
From 2006 m. y. 


Notes: 
Information for 
@ Relay and fuse arrangements 


@ Connector arrangements 
@ Control Modules and Relays 
@ Ground connections 


= Component Locations in overview 
Information for 
@ Troubleshooting Procedures 


=> Guided Fault Finding using VAS 5051 / 5052 
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&® Audi A4 Wiring Diagram No. 103/2 


Battery, Fuses, Coolant Fan Control (FC) Control Module 


A Battery 
J271 Motronic Engine Control Module (ECM) Power Supply Relay 
J293 Coolant Fan Control (FC) Control Module 
J623 Engine Control Module (ECM) 
S4 Fuse in fuse holder/relay panel 
$42 Coolant Fan Fuse 
$88 Fuse Strip 
T2p Double Connector, on coolant fan control (FC) control module 
T4y 4-Pin Connector, black, in engine compartment 
T60 6-Pin Connector, on coolant fan control (FC) control module 
T10d 10-Pin Connector, grey, connector station A-pillar, left 
T17d_17-Pin Connector, red, connector station electronics box, plenum 
chamber 
94-Pin Connector, black 
Coolant Fan 


) Ground Connection (in battery box) 


) Ground Connection (on front apron) 
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Threaded Connection 4 - terminal 30 (on relay panel) 


Connection 4 (87) (in instrument panel wiring harness) 


Plus Connection (30) (in engine compartment wiring harness) 
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Connection. 1,(in engine compartment wiring harness) 


Cooling Fan 1.,400W. 
** @0A for radiator fan control 600W (where applicable, automatic 
transmission or trailer operation) 


ws = white 
sw = black 
ro = red 
br = brown 
25.0 gn = green 
sw 6.0 os bl = blue 
1 c bp oof = grey 
©) |@ ii = Tilac 
1 2 3 4 5 6 7 8 9 10 O11 2 #1314 902 -yesow 
97-85506 Sa anes. 
rs = pink 
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Wiring Diagram 
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Fuse, Coolant Fan Control (FC) Control Module 2 


J623 
J671 
$214 
T20 
Tén 
T10d 
TA7j 


T94 
v177 
V284 
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Engine Control Module (ECM) 
Coolant Fan Control (FC) Control Module 2 

Radiator Afterrun Fuse 

Double Connector, on coolant fan control (FC) control module 2 
6-Pin Connector, on coolant fan control (FC) control module 2 
10-Pin Connector, grey, connector station A-pillar, left 

17-Pin Connector, brown, connector station electronics box, plenum 
chamber 

94-Pin Connector, black 

Coolant Fan 2 

Coolant Fan 3 


Ground Connection (on front apron) 


Suction fan, 300W 
Auxiliary fan, 100W (where applicable) 


12.2005 


